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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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IS : 5387 1969 

Indian Standard 
DIMENSIONS FOR STILLAGES 

0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards 
Institution on 31 October 1969, after the draft finalized by the 
Material Handling Equipment Sectional Committee had been 
approved by the Mechanical Engineering Division Council 

0.2 This standard has been prepared to help the material handling by 
using stillages of standard dimensions which will enable the efficient 
use of standard trucks, such as stillage trucks 

0.3 This standard has been based on the Document ISO/TC 110 
(Secretariat-48) 152 'Industrial trucks, dimensions of stillages, 
connection gauge', issued by the International Organization for 
Standardization 

0.4 This edition 1.2 incorporates Amendment No. 1 (March 1984) and 
Amendment No 2 (July 2004) Side bar indicates modification of the 
text as the result of incorporation of the amendments. 

0,5 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, 
expressing the result of a test, shall be rounded off in accordance with 
IS . 2-1960* The number of significant places retained in the rounded off 
value should be the same as that of the specified value in this standard. 

1. SCOPE 

1.1 This standard covers the main dimensions of stillages which will 
enable easy and efficient transportation of goods by standard stillage 
trucks. 

2. TERMINOLOGY 

2.0 For the purpose of this standard, the following definition shall 
apply 

2.1 Stillage — A stillage may be defined as an unitised load 
supporting platform designed primarily for horizontal movement of 
load and not for stacking one unit load directly on to another, 
consisting of a deck supported on legs or bearers with uninterrupted 
space between them so as to allow stillage truck to enter underneath 
the stillage and raise it off the ground sufficiently for transportation 



* Rules for rounding off numerical values ( revised) 
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3. DIMENSIONS AND TOLERANCES 

3.1 Free Height of S tillage ( 4, ) 

The free height of the stillage taken under the deck is related to the 
maximum height A of the stillage truck devised to handle the stillage 
(see Fig 1 ). 
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3.2 Minimum Free Width of the Stillage ( B } ) 

The minimum free width, B x , measured between the feet of stillage, is 
related to the maximum width, B of the elevating frame of the truck 
(see Fig. 1 ) 
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Fig 1 Principal Dimensions of Stillage 
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